To:  Brown  - DNR,  Kirstin[kirstin.brown@state.co.us] 

From:  Way,  Steven 

Sent:  Wed  6/11/2014  10:24:25  PM 

Subject:  RE:  Gold  King  Mine  - dimensions  ? 


So  not  to  be  dense,  but  where  is  the  “drop”  box  that  you  sent  material  to? 


And,  thank  you  ! 
Steve 


From:  Brown  - DNR,  Kirstin  [mailto:kirstin.brown@state.co.us] 
Sent:  Wednesday,  June  11, 2014  3:41  PM 
To:  Way,  Steven 

Subject:  Re:  Gold  King  Mine  - dimensions  ? 


I dropboxed  you  what  I have.  Both  Gold  King  7 level  tunnels  were  collapsed  within  view  of  the 
surface  prior  to  us  putting  our  "access"  closures  on  them.  Seemed  ridiculous  to  put  the  pipe  in 
the  closures  when  they  were  collapsed  but  we  were  trying  to  play  nice  and  not  just  backfill 
them.  We  also  wanted  water  to  be  able  to  get  out  if  necessary,  once  again,  strange  when  the 
mines  were  already  collapsed. 


I have  the  dimensions  of  both  timbered  adits  at  7 level  being  8X8,  but  they  might  be  bigger  than 
that,  not  sure  now. 


Kirstin 


On  Wed,  Jun  1 1,  2014  at  3:28  PM,  Way,  Steven  <wav.steven@epa.gov>  wrote: 
Kirstin, 


Do  you  have  any  information  on  the  adit  dimensions  once  in  the  rock  ? The  files  that  I have 
looked  through  are  not  showing  me  much  other  than  plan  views  of  tunnel  segments. 
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I have  asked  Todd  if  he  has  any  detail  drwgs  but  apparently  not. 


Thanks  and  hope  all  is  well. 
Steve 

Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 


Kirstin  Brown 

Colorado  Division  of  Reclamation,  Mining  and  Safety 
691  C.R.  233,  Suite  A-2 
Durango,  CO  81301 
(970) 903-7889 
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